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APPARATUS FOR THE RAPID  AND  CONTINUOUS ANALYSIS OF GASES.
During recent years various methods and many apparatus for a rapid and continuous testing of gaseous mixtures have come into use. Most of these are destined for the examination of fire-gases, or smoke-gases, or coal-gas, and we shall mention them later on in treating of these gases.
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